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Message Text 

UNCLASSIFIED 

PAGE 01 SYDNEY 00164 260028Z 
ACTION HEW-06 

INFO OCT-01 EA-12 NEA-10 ISO-OO COME-OO EB-08 OES-07 
/044 W 

016063 270329Z/65 

R 252350Z JAN 78 
FM AMCONSUL SYDNEY 
TO SECSTATE WASHDC 8105 
AMEMBASSY TEL AVIV 
INFO AMEMBASSY CANBERRA 

UNCLAS SYDNEY 0164 

E.O. 11652: N/A 
TAGS: BEXP, AS 

SUBJECT: FDA ADVISORY - MALFUNCTIONING MEDICAL DEVICE 

REF: STATE 013487 

1 . THE SECRETARY OF EZRA ASSOCIATION OF ISRAEL INFORMS THE 
POST THAT THE EQUIPMENT COVERED BY REFTEL WAS DONATED IN 
DECEMBER 1977 TO RAMBAM UNIVERSITY HOSPITAL, P.O. BOX 
9616, HAIFA, ISRAEL. CORRESPONDENCE WAS SENT TO MRS. 

KOWARSKI. SECRETARY OF THE HOSPITAL. 

2. EMBASSY TEL AVIV PI .EASE ADVISE THE RAMBAM HOSPITAL 
OF CONTENTS OF REFTEL. 

3. THE DEPARTMENT MAY WISH TO INFORM THE MANUFACTURER 
SO THAT FUTURE CORRESPONDENCE CAN BE SENT DIRECTLY TO THE 
RAMBAM HOSPITAL. 

DAVIS 

UNCLASSIFIED 
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